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Title 63. Public Health and Safety 


t^Oklahoma Statutes Citationized 
^Title 63. Public Health and Safety 
'^Chapter 1 - Oklahoma Public Health Code 
^Article Article 17-A - Hearing Aids 

lEl Section 1-1752 - Abolition of Board of Hearing Aid Dealers and Fitters 

Cite as: O.S. §,_ 


The Board of Hearing Aid Dealers and Fitters is hereby abolished. All unexpended funds within the Hearing Aid Dealers' and Fitters' 
Licensing Fund, property, records and any outstanding financial obligation and encumbrance of the Board of Hearing Aid Dealers and 
Fitters are hereby transferred to the State Department of Health. 
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